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ACTION HEW-06 


Message Text 


INFO OCT-01 EA-12 ISO-OO OES-09 EB-08 COME-OO /036 W 

056126 171836Z/46 

R 170901Z JUL78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 9662 


UNCLAS TOKYO 12909 


DEPT. PASS TO FDA FOR GLICK (202-245-1144) 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, JA 

SUBJECT: FDA ADVISORY RECALLS - JUNE 16, 1978 

GUIDELINES 


1 . EMBASSY HAS NOTED WITH INTEREST JUNE 16, 1978 HEW 
NEWS RELEASE CONCERNING FDA GUIDELINES FOR RECALLING 
DEFECTIVE PRODUCTS. NEWS RELEASE DOES NOT. HOWEVER, 
MENTION FOREIGN CONSIGNEES. EMBASSY WOULD LIKE TO KNOW 
HOW GUIDELINES AFFECT RECALLS ON PRODUCTS WHICH HAVE BEEN 
EXPORTED. IN PARTICULAR, WE WOULD APPRECIATE BEING 
INFORMED WHETHER PROCEDURES USED IN PAST FOR EMBASSY 
FOLLOW-UP WITH FOREIGN CONSIGNEES ON RECALL ACTIONS WILT. 
CONTINUE TO BE USED OR WILL BE MODIFIED. MANSFIELD 
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